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Ed.: See letter this subject January 15, 1889. 


NARA RG104, Entry 1, Box 155 


320 So. 21st St. 
January 11, 1889 


My dear Dr. Kimball, 


I thank you very much for your kind assurances. It is certainly a great relief to know 
something will be done about the electric light. I also think if you should mention the fact of my 
going down stairs in the coining-room it would have been much weight with Mr. Fox. As once 
where someone asked Mr. Fox to put me down in the coining-room, he sent for me, and said that 
as you had put me in the adjusting-room and as you thought there were too many women down 
in the coining-room, he thought out of deference to you I ought not to go down implying he 
would do so if I insisted. Thanking you once more, and hoping I am not troubling you too much. 


Believe me. 
Very Sincerely Yours, 
Beltine D. Stokes 


RG104 E-1T BOX 190 DEC 1000 - FED 1009 
Treasury Department, 
BUREAU OF THE MINT, 


Wishingion, DY Z&, January 15 5 188 9 . 
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Hon. Daniel M. Fox, 

Superintendent U. S. Mint, 

Philadelphia, 

Sats 

Allow me to remind you of the expediency of doing whatever 
ean be done to mitigate the direct rays of the electric lights to 
the eyes of the adjusters. If no fixture can be devised 
for the benefit of the whole room, I think it would be well to 
provide shades for the ladies’ eyes which you ean obtain and 
issue, in the same way that gloves are supplied. 


Respectfully yours, 
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[Abstract:] Relative to mitigating the direct rays... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
January 15, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


Allow me to remind you of the expediency of doing whatever can be done to mitigate the 
direct rays of the electric lights to the eyes of the adjusters. If no fixture can be devised for the 
benefit of the whole room, I think it would be well to provide shades for the ladies’ eyes which 
you can obtain and issue, in the same way that gloves are supplied. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


